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E.O. 11652: N/A 
TAGS: BEXP, IS 

SUBJECT: MINI TRADE SHOW AND SEMINAR FOR OPHTHALMIC EQUIPMENT 

1 . ACUITY SYSTEMS INC., 1 1413 ISSAC NEWTON SQ„ 

RESTON, VA. 22090, EXHIBITED ITS MODEL 6600 
AUTO-REFRACTOR AND ITS AUTO-LENSMETER AT THE EMBASSY 
AUDITORIUM APRIL 10-12. MR. PETER SCHMIDT. THE COMPANY'S 
DIRECTOR FOR MIDDLE EAST AND EUROPEAN OPERATIONS, GAVE 

A SEMINAR AND DEMONSTRATED THIS EQUIPMENT. FIFTY LEADING 
OPHTHALMOLOGISTS ATTENDED THE SHOW AND SEMINAR 
WHICH WERE VERY SUCCESSFUL. 

2. ALL EQUIPMENT EXHIBITED, TOTALING $60,000 AT FOB 
VALUES, WAS SOLD AND A WRITTEN ORDER FOR SIMILAR SALE WAS 
OBTAINED. 


3. OPTOLITE, 7 HAMELACHA ST., HAIFA WAS APPOINTED 
AGENT. 

4. TWELVE MONTH SALES PROJECTION ESTIMATED AT $250,000 
DOLLARS. 


5. EMBASSY FORWARDING FORM DIB-41 1 P (PARTICIPANT'S 
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